
Accuracy 

Dashboard Accuracy Report 



Report Details 

Report By: Dan Henderson Accuracy Count: 3 

Time Frame: All Time Total Hits: 1,184 



Contributor 

Score 

Hits 

1 

Correct Hits 

367 

2 

InCorrect Hits 

83 

3 

NotScore Hits 

734 


Date Created: 12-13-18 
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